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wee Fatal wae me Bie 


9 December 1947 


Acting Chief, Reference Center, A&éi 
Executive for Administration and Management 


Tentative Table of Organization, Reference Center, A&M 


Para. 3. The personnel ceilings for Reference Center, Au 
are approved as follows: 


25X9A2 


Quarter ending 31 December 1947 
Quarter ending 31 March 1948 
Quarter ending 3O June 1948 


FOR THE DIRECTOR OF CENTRAL INTRLLIGENCE: 


25X1A9a 
Executive for 
Administration and Management 
ccs Personnel Branch, A& (2) 
Budget & Finance Br., A&M (1) 
Extract made for MM 12/12/47 25X1A9a 
B&F File 
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